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The Wer ommunication 


Manufacturer: C.T.E. International S.r.l. 

Address: Via Sevardi 7 42010 Mancasale Reggio Emilia 

Products Name: ALAN 451 and ALAN 451 R (owning to the same family) 
Product Type: PMR 446 


The product above described is in conformity with the following Specifications based on sample testing: 


‘Standard 


-a 


atters (ERM);Land Mobile Service;Radio equipment 
sing integral antennas intended primarily for analogue 
peech;Part 2: Harmonized EN covering essential ; 
uirements under article 3.2 of the R&TTE Directive 
adio Equipment and Systems (RES);ElectroMagnetic 
ompatibility (EMC) standard for Private land Mobile 
adio (PMR) and ancillary equipment (speech and/or 
on-speech) 


afety of Information Technology Equipment, 


v1.11 


/A1:1993, A2:1993, 
/A3:1995, A4:1997, | 
AAIDD 


Supplementary information relevant the conformity assessment result: 
Above mentioned equipment is conform to ESSENTIAL REQUIREMENT foreseen by the standard. 
Conformity assessment procedures are referred to art. 10 (4) linked with Annex III of Directive 1999/5/etc. 
The test sample fulfils the requirements specified above, on the basis of test result. 
The product herewith complies with the requirements of EC Directive 1999/5/EC, 73/23/EEC, 
89/336/EEC. 
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